
SAGA MOTEL 

FLAGSTAFF, ARIZONA 



Va Mile West of Junction 8?A & 66, 

820 W. Hwy. 66 

T.V. - Room Phones - Heated Swimming Pool - Family 
Accommodations - Open 24 Hours. Phone PR 4-2741. 
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